October 16, 1942 


ADVERTISEMENTS for re in the following 
Friday’s issue are accepted wu) on 
Mon y; at Dorset House, Stamford Street, London, 


THE CHARGE for advertisements in this section 
is 2/- per line (approx. 8 words) per insertion, 
minimum 2 lines 4/-, or for display advertisements 
30/- per inch, with a minimum of one inch. Where 
the advertisement includes a Box Number there is 
an additional charge of 6d. for postage of replies. 
SITUATIONS WANTED.—Three _ insertions 
under this heading can be obtained for the price of 
two if ordered and prepaid with the first insertion. 


SITUATIONS VACANT 
CITY AND COUNTY BOROUGH OF BELFAST 


. ELECTRICITY DEPARTMENT 
Appointment of Chief Technical Assistant 


AFELICATIONS are invited for the position of Chief 

Technical Assistant. 

Applicants must not be more than 40 years of age on 
the date of making the appointment. It is desirable that 
applicants should hold a University Electrical Engineer- 
ing Degree, and have had at least five years’ practical 
experience in the design and layout of modern generating 
stations, electrical transmission and distribution systems. 

The salary for the position will be in accordance with 
Grade 3, Class J, of the National Joint Board Schedule 
of Salaries for Technical Engineers, which at present is 
£699 per annum. 

Application for the position must be made on the official 
orm, which, together with the conditions of service, may 
be obtained from the City Electrical Engineer and General 
Manager, Electricity Department, East Bridge Street, 


Belfast. 
Applications, in sealed envelopes, endorsed ‘‘ Chief 
Technical Assistant,’’ must be lodged with the Acting 
Town Clerk, City Hall Belfast, not later than Thursday, 
5th November, 1942 

Canvassing for the appointment in any form, oral or 
written, direct or indirect, is prohibited, and, if proved 
to the satisfaction of the appointing body, will disqualify 
the candidate for appointment. 

JOHN F, C. McKINSTRY 
Acting Town 


LOUGHBOROUGH COLLEGE 
(Principal, Dr. H. Schofield, M.B.E.) 


APPLICATIONS are invited for the post of Lecturer 


in Mechanical or Electrical Engineering. A degree 
(or equivalent) is essential. according to the od 
Technical Scale, plus war bonus. Forms of applica- 
tion, which should be returned on or before 31st October, 
may be obtained on application to The Registrar, Lough- 
borough College, Loughborough, Leics. 2609 


ASSISTANT Sales Engineer for essential works engaged 
on large-scale manufacture of electric motors and 
electric drive units for machine tools. Reserved occupation. 
Full details of age, qualifications, training, experience and 
salary required to—Box 2607, c/o The Electrical Review. 
C4 PABLE Buyer required who can also efficiently 
control stores in light engineering works with 200 
emplayees. South Midland area. Salary about £8 p.w. 
to ecommence.—Box 2596, c/o The Electrical Review. 
CHEMIST. with B.Sc. or equivalent, required for work 
of national importance in Derbyshire. Knowledge of 
testing of insulating materials desirable. = ay givin 
of experience and mired 
575, c/o ectrical Review. 
GNS required for Electrical Accessories, 
insulated type. Must be conversant with 
pate on switches, fuses, shuttered plugs and sockets, 
ip holders, etc. Experience with bakelite mouldings 
desirable.—Box 2594, c/o The Electrical Review. 


ELECTRICAL REVIEW 


Original testimonials should not be sent with applications for employment. : 
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REPLIES TO advertisements published under a 
Box Number if not to be delivered to any particular 
firm or individual should be acco . by instruc- 
tions to this effect, addressed to the Manager of the 
ELECTRICAL REVIEW. Letters of applicants in 
such cases cannot be returned to them. e name 
of an advertiser using a Box Number will not be 
disclosed. = replies to Box Numbers should be 
addressed to the Box Number in the advertisement, 
c/o ELECTS RICAL REVIEW, Dorset House, Stam- 
ford Street, London, S.E.1. Cheques and Postal 
Orders should be ae yred payable to ELECTRICAL 
REVIEW LTD. and crossed. 


EXPERIENCED Operators and Charge Hand required 
for Enamelling Copper Wire. Either sex. 
prospects for skilled workers. Shepherd’s Bush district. 
Apply to—Box 2592, c/o The Electrical Review. 
Storekeeper required, well-known Mid- 
land whol Write details, experience, salary, 
etc.—Box 2583, c/o Y The Electrical Review. 
HED Foreman wanted immediately to take charge of 
experimental shop, No London, making pilot 
models of Diesel pumps, lighting and starting equipment 
and magnetos. Write, giving full details of experience, 
age and salary required, to—L. L., c/o J. W. Vickers & 
Co., Ltd., 7/8, Great Winchester Street, E.C.2. 2568 


APPOINTMENTS FILLED 


Dissatisfaction having been so often expressed that un 
successful applicants are left in ignoran. of the fact that 
the position applied for has been filled,’ may we suggest 
that Advertisers notify us to that effect when they have 
arrived at a decision. _We will then insert a notice free 
of charge under this heading. 


SITUATIONS WANTED 


ADVERTISER requires position managerial capacity. 
Experienced all branches commercial side manufac- 
turing electrical engineers. Willing to go any district.— 
Box 8230, c/o The Electrical Review. 

DVERTISER seeks position Representative and 

Material Chaser with electrical engineering firm of 

repute, at present engaged with large ayy og engineering 
firm on similar work. Exempt. Salary £ per annum; 
first-class rail travel and expenses. no Bo 8252, c/o The 
Electrical Review. 


ISTRIBUTION Assistant, general distribution ex- 
perience, specialised knowledge relays, metering, 
testing, A.M.I.E.1., age 38, seeks post with supply under- 
eo Moderate salary.—Box 8245, c/o The Electri- 
eview 


FEEECTRICAL Engineer, A.M.I.E.E., seeks executive 
appointment as outside representative, age 48 years. 
—Box 8251, c/o The Electrical Review. 


LECTRICITY Supply Engineer, aged 37, A.M.LE.E., 

eleven years with large progressive company, seeks 

post where extensive experience in senior administration 

of self-contained undertaking can be fully employed. 

Muins, substations, sales and contracting. Minimum 
salary £600 p.a.—Box 8257, c/o The Electrical Review. 


X-R.A.F., 15 years’ exp. elec. trade, inc. sppuation 
snip, supervising, sales, planning, etc.—W. L., 90, 
Park Hill, S.W.4. MAC. 1636. ‘8260 


AINS Engineer, airfield construction, ring mains, 

complete electrification, Air Ministry 
W./B * rough labour, jointers, wages, aim/book- 
abstract, a 44, high school education. Salary £400, 
go anywhere, own car, at liberty two weeks. . Knowledge 
of contract lighting and -beam approach. Interview own 
expense ‘“‘ against engagement.”—Box 8248, c/o The 
Electrical Review. 


[TECHNICAL and Practical Sales Engineer (A.M.I.E.E.), 
desires change. Over military age. Good general 
experience, 5 years’ works training with leading manu- 
facturers, several years estimating home and export 
8 bool ae Desires — as representative with 
Area,. London, Home 
vation, South and East Coast. 8241, c/o 
The Electrical Review. 
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FOR SALE 


FOR SAL SALE 


6, 000 H. TURBINE SET and 
R. Details as follows :— 

6,000 Kilowatt CMR) TURBINE, 200 Ibs. 
pressure, 50° F. total; 3-phase, 50 rty.; 1,500 
revs. ; 11.25 lbs. F.L., 28.8” 

IRECT COUPLED EXCITE 

WORTHINGTON SIMPSON CONDENSOR, 72,000 
or oe 8,250 square feet surface, 6,000 galls. per min. 
at 50° 

CIRCULATING WATER PUMPS: 5,520 g.p.m., 25-ft. 
= — 78-h.p. Motor, 440 volts, 3-phase, 50 tty.; 

440 

CONDE INSATE PUMPS: 150 g.p.m. at 55-ft. head, 
= 70-h.p. Motor, 440 volts, 3-phase, 50 rty.; 1,440 


rROTARY AIR PUMP AND 
to remove 55 lbs. of air per hour. Vacuum 28 


All the above at present, with certain valves, pipe 
work and girder work for foundations, as lying. 


OFFER SUBJECT TO REMAINING UNSOLD. 


THOS. W. WARD LTD., ALBION WORKS, 
SHEFFIELD. 
Telephone 26311 (15 lines). 


2561 


GEORGE COHEN, SONS & CO., LTD. 


4 
SUPPLIERS OF SECONDHAND 


GUARANTEED ELECTRICAL 
PLANT. 


SHOWROOMS AT: WOOD LANE, 
‘LONDON, W.12. 
Telephone: Shepherds Bush 2070. 


STANNINGLEY, NEAR LEEDS. 
Telephone: Pudsey 2241. 


WATER TUBE BOILERS IN STOCK 


One hy 4 lbs. evaporation, 205 Ibs. W.P. 
‘Two 250 


Two 13,000 200 
One 12,000 ,, 160 » 
One 5,000 ., ” 100 
One 4,000 ,, 160 » 


We instal complete, including brickwork. Economisers, 
Pumps, Piping Valves, Generating *Sets and Motors in 
stock. Please send us your enquiries; we can give 
immediate delivery 
BURFORD, TAYLOR & CO., LTD., 
Boiler Specialists, Middlesbrough. 
Telephone, Middlesbrough 2622. 


SQUIRREL CAGE A.C. MOTORS 


500 volts, 3-phase, 50 cycles, in stock. 
30-h.p. Brush, — 960 revs. 
20-h.p. Brush, 1,440 revs. 
15-h.p. Brush, 1,440 revs. 
10-h.p. Brush, 1,440 revs. 
15-h.p. B.T.H., 1,440 revs. 
All above machines squirrel cage and complete with oil- 
immersed Star Delta Starters. 
ALEX. HAMMOND 
14, Australia Road, Slough. Tel. 22877. 
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MOTOR GENERATOR SETS 


| gt to customers’ requirements of available new and 

lant, many in stock at Wembley—inspecti 
invitee Please send us your enquiries—we can help you 
to save time. 


OVER A THOUSAND .MACHINES ALWAYS IN 
STOCK. 


DYNAMO & MOTOR REPAIRS, LTD., 
Wembley Park, Middlesex. 
Telephone: Wembley 3121 (4 lines). 


Also at Phenix Works, Belgrave Terrace, Soho, 
Birmingham. 


Phone: Northern 0898. is 


400-VOLTS, 3-PHASE, 50-CYCLES SWITCHGEAR BY 
ENGLISH ELECTRIC CO. 


4. Panel Ironclad Industrial Oil Immersed Switchboard, 
totally enclosed, comprising :— 

1 x 1,000-amp. Switch Cubicle. 
x 500-amp. ” ” 

Stands. 


x »  SXD on 
Complete with Busbars. 


ALSO 
1 x 500-amp. Switch Cubicle, Draw-out type, SXA 
1 x 500-amp. 
MIDLAND COUNTIES ELECTRICAL 
ENGINEERING CO., LTD., 


GRICE STREET, WEST BROMWICH. 


Draw-out type, SXA on 


44 


A.C. ELECTRIC MOTORS 
400 v., 3-pha., 50 cycles. 


200 h.p., 485 revs., S.R., Mather & Platt, 
100 ,, 585 ., » Brush Elec. Co., 


All complete with Ellison Starting ae. 


GREENHALGH BROS., 


Burton's Field Mill, Atherton. Phone 117. 


TOWER LADDER 
CORE unused Heathman 22-ft. three-section Telescopic 


Tower Ladder with revolving platform. Built for 
exhibition in 1938, of seasoned English oak and ash. £90. 


PARTRIDGE, WILSON & CO. LIMITED, 


Dayenset Works, Leicester. 
2599 


SPRING DOWELS 
(Hollow Tension Pins) 


UPPLIES of various sizes are now available for im- 
portant urgent work. 
Distributing firm : 
RODERICK GALE, 


21, Lime Street, London, E.C.3. 
8255 


Gener. Set, 70 kW, 110 volt, radiat. 
self stock. 


Units. Wembley. Middx. 
.C, and D.C, House Service Meters, all sizes, — 
and prepayment, reconditioned, guaranteed on 

Repairs and recalibrations.—The Victa Electrical 

Battersea High Street, S.W.11. Tel. Battersea 0780. 19 


from -—Gerber 


med 


‘ 
| 
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ELECTRIC MOTORS & DYNAMOS 


We hold onevf the largest stocks of New and Second- 
uke Inspection and tests can be made at 
or! 
For Sale or Hire. Send your enquiries to:— 
BRITANNIA MANUFACTURING CO., LTD.. 


22-23 BRITANNIA STREET, 
CITY ROAD, LONDON, N.1. 


Telephone : 651% 3 Gerkenwell. 13 


‘“ BRUCE PEEBLES ” 
LA COUR MOTOR GENERATOR PLANT 


¥ o0o0o*. capacity, 6,000/6,600 volts, 3-phase, 50 c. 
input, 230/480 v. D.C. output, 3-wire system 
bg Static Balancer, can be used for Traction Purposes 
at 500/550 v. D.C. Complete with L.T. Switchgear and 
Shunt Regulator. Price £2,500. NO OFFERS. 
UNIVERSAL ELECTRICAL CO., 
221, City Road, London, E.C.1. 


2570 


.C. and D.C. Motors, all sizes, large stocks, fully 
guaranteed.—Milo Engineering Works, Milo iat. 


Road, ‘ 
ERIAL Cables, all sizes quoted for; good duncan 
against Government contract numbers. Mien 
Bros., 20, Blackfriars Road, London, S.E.1 
LTERNATOR, 98 kW, 220/ 260/300 volts, 1750 
1,000 revs., with exciter for _oane purposes.—J. 
Gerber & Co., Ltd., Wembley, Middlese 2622 
B®! English Cables, all 1/.044 up to 
137/.103, good deliveries against Government con- 
tract or: "Edwardes Bros., 20, Blackfriars Road, 
London, S.E.1 8263 
ENTRIFUGAL Exhaust Fan, ae with 8” duct 
intake, direct coupled to 4/3 220/50 enclosed motor, 
neers, £8.—Wells & Moulder, 1, Durham Road, N.4. 
ARC. 8256 


3864. 
OKE Breeze, 19s. 6d. per ton at works. Trucks to any 
station. No permit necessary. Economise by mixing 
with other fuels. 5,000 tons available. Write—Box 2597, 
c/o The Electrical Review. 
OLD start Diesel Davey Paxman (1932), 25 H.P., 
$75 revs., 1 cyl., vert., with or without dynamo.— 
Box 2621, c/o The Electrical Review. 
ONDUIT and Conduit Fittings. For prompt delivery, 
phone—Piggott, Sydenham 5035. 35 
.C. Motors, 1 h.p. to 100 h.p., 440/3,500 volts, with 
starters, immediate delivery. —W. H. Sugden & Co., 
Ltd., Glenny Road, Barking. 2 
ELECTRIC Welder, 40-150 amps., 45 volts, with A.C. 
motor, 400-3-50, complete as new. Bargain.—Box 
2618, c/o The Electrical Review. 

IERRANTI and C. & H. D.C. House Service Meters, 
reconditioned and guaranteed, 5, and 20 
quarterly and prepayment.—Kippax Bros., Boot Street, 
Burnley. Tel. 2363. 33 

ILEXIBLE Cords and Cables of all sizes and types 
supplied from stock. State requirements.—Box 8171, 

clo The. Electrical Review. 
R Sale, Converter by Newton, 220 v. D.C. to 5 kW, 
230/1/50.—Fyfe, Wilson & Co., Ltd., Bishop's 
Stortford. 616 
220 v. D.C., Bradford Crude Oil, 3 
DE ., and many others.—Fyfe, Wises & Co., Ltd., 
Bishop’ 's Stortford. 2615 
OR Sale, 3 300-kW Metropolitan-Vickers, 6-phase, 
50-cycle Rotary Convertors, complete with panels; 
3 340-kVA British Westinghouse, 21,200/350-volt Trans- 
formers, at present erected and in first-class order. 
Inspection by arrangement.—Nesco, Carliol House, 
Newcastle-upon-Tyne, 1. 2595 
OR Sale, 105-kW Crompton Dynamo, 220 v. D.C., 560 
T.p.m., compound, three-bearing machine: also 80- 
H.P. Motor, 480 v. D.C., 360 r.p.m.—Fyfe, Wilson & Co., 
Ltd., Bishop’s Stortford. 2614 
OR Sale, 150-kVA G.E.C. Transformer, 10,750 v./ 
440/230, made 1939. Apply—Deloro Smelting & 
Refining Co., Highlands Rd., Shirley, Birmingham. 2598 
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- OMESUN ” Sun Ray Lamp by Hanovia, Ltd., 
200 volt, 300 watt, unused.—Box 2608, c/o The 
Electrical Review 
OHLER Sets. (rebuilt), pa 124 kVA, Oil Driven 
Set, ex 50; 10 pa v. D.C. Lister Diesel Set; 
to 900 kW.—E. 156a, Falsgrave 
ROE 10-amp. D.P. D. & S. Fuses, 
extra cheap.—Edwardes Bros., 20, Blackfriars — 
London, 8.E.1 
ARGE 16mm, and 11mm. solid and waa 
Arc Lamp Carbons, cheap.—Edwardes Bros., 20, 
Blackfriars Road, London, S.E.1. 
EAD-covered and Armoured Cables, P.I. and V.I.R. 
various special lines at low —Edwardes 
20, Blackfriars Road, London, S.E.1 
EGGER, 500 v., Kvershed’s, excellent condition. 4 
reasonable offer refused.—Hambleton, 5, Worcester 
Astey’s 249 
OTOR Generator Sets and Convertors, all sizes and 
voltages from 4 kW up 00 kW in stock.— 
Britannia Manufacturing Co., Ltd., 00/36, Britannia Walk, 
Road, London, N.1. "Telephone, Clerkenwell 5512, 


City 

5513 and 5514 28 
AM ATES, Engraving, Diesinking, Stencils, Steel 
panes: oo & Sons, Ltd., 153, Far Gosford 
Street, Covent: 14 
ARSON’S Oil Engine, 4-cylinder, 1-unit Octrol, start- 
ing paraffin, comprising single-phase machine, 220 
volts, 6 kVA, 50 cycles, exciter, 110 volts, 4 amps \ pain. 
switchboard with perfect B.T.H. Motor, 
440 volts, 50 cycles, 3-phase, S.C., 725 r.p.m., complete 
pulley and slide-rails with starter by B.T.H., auto trans- 

former type. Forced a Lie Cyclone, 12.5 H.P., 
3-phase, 50 cycles, 440 volts, 720 r.p.m., complete with 
starter, all in good condition—Ellesmere Port Electrical 
ee 24. Whitby. Rd., Ellesmere Port, near Birken- 


8253 
LATING Generators and Sets, from 150-1,000 amps., 
6-10 volts, from stock, fully guaranteed. ee 
Power Units, Wembley, Middx. 
ORCELAIN Insulators and Spindles, also Cleats 
cheap.—Edwardes Bros., 20, Blackfriars Road, 
| 8267 
FIER, manufactured by Hewittic Electric Co., 
ye C. supply, 220 v., 3-phase, 50 cycles, D. ~ output, 
220 v., 110 kW. Transformer, manufactured by Hack- 
bridge "Electric Co., for above, primary voltage, 6. 600 v., 
secondary 220 v. Apply—Box 2605, c/o The 
Electrical Revi . 
OTARY Converter, = “L.D.M.,”" 6,000 v. 
A.C./230 v. D.C., 1,000 revs., with Switchgear.— 
Greenhalgh Bros., Burton’s Field Mill, Atherton, M/ - 
248. 


OTARY Converters for sale. Two duplicate 200-kW, 
G.E.C. Rotary Converters, D.C. voltage, 470/550 
volts, complete with 250-kVA, 3-phase, 50-cycles, 
6,600 /385. Transformers. Machines for 
direct-coupled pony-motor starting. D.C. and A.C. switch- 
rds and ae gear available.—Newman Indus- 
thee. Bristol. 2613 
ARY in stock, all sizes; enquiries 
invited, —Universal Electrical, 221, City Road, 
London, E.C.1. 
G=ARCHLIGHTS (sale or hire), Instrument and Resist- 
ance Wires, T.R.S., Lead and other Cables and 
Flexibles, surplus Lamp ‘Bulbs, Carbon Rods, Ebonite, 
Fibre, Hightensite, Porcelain House-wiring and other 
Cleats, Reels and K Lg Mirrors, Lenses, etc.—London 
Electric Firm, Croy 2492 
INGLE-core VL "Braided Flexible, heavy insulated, 
carry 24 amps., nee. —Edwardes Bros., 20, Black- 
friars Road, London 8268 
PECIAL Offer, 37/ are “Twin C.T.S. Cable, 300-yard 
; also quantity 7/.044 and 7/064 single 
Blackfriars ad 


tare Time Checking and Job Costing Time Recorders 
(all makes) for quick sale. Exceptional con- 
dition. Write—Box 528, Smiths, "400, Fleet Street. 
Kondo. E.C.4. 31 
R.S. Cables and oe supplied to M.O.S. require- 


ments.—Ed Bros., 20, Blackfriars Road, 
London, 8.E.1. 8271 
0-20 amp., 0-50 and 0-150-amp. Meters, M. Coil, 

—Edwardes Bros., 20, Blackfriars Road, 

London, S.E 8271 


2 Brooks Dake 12 H.P., slip ring, 3-phase, 50 cycles, 
complete _ starters, pulley and slide rails, good as 
pon cheap.—Parkinson, 106, Westmorland Av., Black. 


8258 

5 nok p. Motor, 240 v., 170/800 r.p.m.; 5-h.p. ditto, 460 v.. 

700/1,400 r.p.m., unused, con. rated, D.C. controllers. 
—Box 8250, c/o The Electrical Review. 
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5 of — V.I.LR. Cable, 153/.072, 50-ft. 


Set, 50/280 D. 250-kW M 
input 6,600/3/50, 440/550 volt D.C.—Si 
Thomson & Sons, Fort Road, Seaforth, Liverpool, ne 
10*"4 400/3/52, coupled to 480-volt D. 
motor, nearly new.—W. H. Sugden & Co., Ltd., 


Glenny Road, Barking. 2600 - 


Si- -kW Dynamo. 110 volts, 450 revs., compound, 
2 with 3rd bearing, by Electromotors Ltd.—W. H. 
Sugden & Co., Ltd., Glenny Road, Barking. 2602 
400*” Belliss Steam Set and Condenser, 440/220 
volts D.C. ; Belliss Steam Set and Con- 
denser, = volts D.C.: 50-kW Steam Set, 440/220 tolts; 
60-kW Allen Crude Onn” Set 220 volts D.C. —Harry H. 
nes. 


Electric ators, Dynamos, Transformers, Con- 
verters, etc., etc., at low prices.—S. C. Bilsby, 
A.M.I.C.E., A.M.I.E.E., Crosswell Langley, near 
Birmingham. Phone, Broadwell 1359 
) 500° -kW_ Bruce Peebles Motor Converter, 11/6.6 
kV incoming, 500/559 volts D.C. output. 
Complete with all switch gear—Newman Industries Ltd., 
Yate, Bristol. 25 


ARTICLES WANTED 


ACCUMULATOR Plates (old) and lead Peroxide; as 
actual smelters we pay top prices. Also old storage 
batteries, transformers and whole installations purchased. 
—Elton, Levy & Co., Ltd., 18, St. Thomas Street, § a 
Hop 2825-6. 
OTOR Generator or Convertor, 3-phase, input 110 
volts D.C., 200 kW output. Or 2 units totalling 
200 kW — be considered.—Britannia Manufacturing 
4 Ltd., 22/26, Britannia Walk, City Road, London, 


2590 

ANE 500-kVA Transformer, 11,000/400 volts, 3-phase, 

50 cycles.—Newman Industries Limited, 
Bristol 1 
GECONDHAND Totally Enclosed Slip Ring Motor, 
50 h.p., working pressure 400 volts, 3-phase, 50 cycles, 

“p.m. Oil-immersed rotor starting panel, com- 

plete with no-volt and overload releases, suitable for the 

above motor.—Box 2610, c/o The Electrical Review. 


ANTED, Alternators from 10 kW to 50 kW, 
400/3/50.—Fyfe, Wilson & Co. Ltd., Bishop’s 
Stortford. 


261 
WANTED. quantity of 110/230-volt D.C. 10/12” 
Desk or Shoe Type Fans.—Box 2606, c/o The 
Electrical Review. 
ANTED, Rotary Converters, any size.—Universal, 
221, City Road, London, E.C.1. 22 
WANTED to purchase or hire, Power Unit capable of 
giving 5 amps. at 50 volts D.C. from 230-volt A.C. 
supply.—Box 2560, c/o The Electrical Review. 


‘WORK WANTED AND OFFERED 


AIRFIELD LIGHTING 


WE. shall be pleased to quote for mechanical cable 
laying for Airfield Lighting. 
G. DEW & CO. LTD., 
Public Works Contractors, OLDHAM. 


Tel. MAIN 5061/2. 


RMATURE Winding a speciality.x—Kinesland Electric 
Service, 111, Clarence Rd., E.5. AMH. 4166. 8261 
re H.P. Motor Repairs. Electric Tools, 
uum Cleaners, Hair Dryers, etc., repaired. 

someumns and rebuilt by experts.—Walter Crane, Electrical 
Engineer, Greencoat House, Westgate, Wakefield. 8247 
ANUFACTURING Jewellers, N.W. London district, 
with spraying plant and accommodation for assem- 

bling smal! parts and hard soldering, seek sub-contracts 
for Government work.—Box 452, c/o Dixons, 43, Great 
Marlborough Street, W.1 2625 
OTORS, Generators and Converters of all types re- 
wound or repaired from 15 h.p. upwards.—-Newman 
Industries Limited, Yate, Bristol. 2612 
[TRANSFORMERS made up to 10 kVA. Shrouded 
conduit entry, tank or open types. Quick delivery.— 
Woden Transformer Co., Thornley St., Wolverhampton. 11 
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MACHINERY WANTED 


GECONDHAND PLANT AND MACHINERY required 
at once. Please inform our nearest office. 


LONDON: Wood Lane, W.12. 

LEEDS: Works. 
BIRMINGHAM: Corporation Street. 
MANCHESTER: Street, Pendleton. 
GLASGOW: Cogan Street, Pollokshaws. 
SHEFFIELD: Coborn Works, Tinsley. 
SWANSEA: Prince of Wales Dock. 
NEWCASTLE-ON-TYNE: 12, Grey Street. 
SOUTHAMPTON: Princes Street, Northam. 
BATH: Lower Bristol Ro: 

BELFAST: Sydenham Road. 
REDRUTH: 25, Albany Road. 


GEORGE COHEN, SONS & CO., LTD. 


EDUCATIONAL NOTICES 


LATEST M.1.E.E. RESULTS 


N the recent Examinations held by the Institution of 
Electrical — 416 didates sat who h 

taken B.I.E.T. courses. Of these 397 were successful in 
passing the examinations. We believe this record of 397 
successes out of 416 entrants has never before been 
approached by any oral or correspondence _ tutorial 
organisation, and indicates the very high efficiency of 
the modern system of Technical Training which we have 
laid down. 

The B.I.E.T. tutorial organisation is waiting to assist 
you either with a short specialised course or complete 
training for a recognised examination. 

We have available a large full-time staff of instructors, 
while the efficiency of our extensive organisation is a 
byword among engineers. 


WE GUARANTEE—“ NO PASS—NO 


May we send a copy of ‘* ENGINEERING OPPOR- 
TUNITIES ’’? Containing a great deal of useful advice 
and detailed information on over 200 Home-Study Courses 
and examinations, this handbook is of very real value to 
the ambitious engineer. 

Our highly informative handbook will be sent FREE 
and post free on request. 


BRITISH INSTITUTE OF ENGINEERING 
TECHNOLOGY 
Established 1927—over 140,000 students. 


12, Shakespeare House, 17, 18 & 19, Stratford Place, 
Oxford Street, London, W.1. i 
d 11 


> 


AGENCIES 


MANUFACTURERS’ Agents, covering the whole of 

Great Britain and Colonies, are desirous of con’ 

ing manufacturers with a view to sole selling rights (either 
commission or buying), post-war = mates considered. 

—Box 23, c/o The Electrical Review. 


BUSINESSES FOR SALE 


AND WANTED 


ADVERTISER is desirous of purchasing manufactory, 
engaged on essential war work in any capacity, 
on radio or electrical. Would consider_any reasonable* 
F. & Co., 37, Aylmer Parade, 


MISCELLANEOUS 

L=s Dixon & Co.; and Electradix Radios. New 
dress: 19, Broughton Street, wn Road, 

Battersea, 8.W.8. Telephone, Macaulay 2159. cares 

Rly. Sta.: Queen’s Road, Battersea iS. R.. 18 


MAtvractu RERS requiring exclusive monopoly elec- 
trical appliances, suitable large scale manufacture 
for war or post-war requirements, write—Box 8254, c/o 
The Electrical Review. 
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= OTICE is hereby given that the Transfer Books and 
N Register of Members of Aron Electricity Meter ALUMINIUM-BRONZE 
Limited will be closed from the 16th October, Pages to ALUMINIUM-SILICON 


the 6th November, 1942, both dates inclusive. a 


of the Board.—H. G. Burrows, F.C.LS., Joint Secr ALUMINIUM, BRASS 


2591 
GTAFF Identity Passes that Embody the Photographs of AND WHITEMETAL 


employee, now being supplied to firms on Government S 
contracts. Utility Installations. Forgery proof; Celluloid D H 
Encased; Inexpensive; any size staff; anywhere; distance 


no object. wie for particulars and from— 


Miles & Kaye, ‘ass et. , Southampton LET US SEND YOU SAMPLES OF OUR 
. High’ Holborn, Lond ’ 0 


somes am || NON-FERROUS DIE CASTING CO. LTD. 
ADVERTISEMENT North Circular Road, 


COPY AND BLOCKS 
= should reach us 15 days preceding 
date of issue addressed to 
= ELECTRICAL REVIEW 


Dorset House, Stamford Street 
LONDON, S.E.I 


PLEASE GIVE GIVE GENEROUSLY 


&XNOV. 
\ 


| CREQSOTED POLE 


or 
POWER 
LINES 


Telegraph Poles, 


Engineering and 

ice 

Constructional 
™ Timbers of Every 

EE Description. 


BURT. BOULTON HAY WOOD Lro. 


BRETTENHAM HOUSE,WELLINGTON STREET, W.C.2 Depots: LONDON 


Telephone, Temple Bor 580! (Slines) Telegrams, Burboul, Rand, London NEWPORT. SOUTHAMPTON Etc 


TELLS THE LOAD 
PAST & PRESENT 


TIME LAG 
LONG SCALE 
LOAD USED 
93 N 
INDICATOR 
PRICE Q BELSHAM LE 


: MAKERS OF MAXIMUM DEMAND. INDICATORS 


TAMWORTH LANE WORKS, MITCHAM, SURREY 


; 
| REMEMBKANCE DAY 
in 
ct- 
re 
/o 
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ELECTRICAL REVIEW 


Onlimited Supplies 


TORCHES - BATTERIES - BULBS 
H.T. & C.B. BATTERIES - ELECTRIC 
LAMPS - CYCLE REAR LAMPS 
BAKELITE COODS - FIRE & IRON 
ELEMENTS - BARS & SPIRALS 
CAS LICHTER ELEMENTS 
METAL SHAPES - MORSE KEYS 
BELL WIRE - PUSH-BACK WIRE 

etc. 


Insulating Tape 
Finest British Manufacture 


Guaranteed Two Years 


COMPLETE RANGE OF RADIO SERVICE 
REPLACEMENT COMPONENTS « VALVES 
CONDENSERS e SPEAKERS e OUTPUT & 
MAINS TRANSFORMERS eSISTO-FLEX, ETC. 
The greatest Stockists of Branded and 
guaranteed supplies of first-grade manufacture 
Send for current comprehensive list 


MARCUS FISHER & Co. 


37 AYLMER PARADE, EAST FINCHLEY, N.2 
Call, write or ‘phone MOUNTVIEW 2461-2 


r—The right-up-to-date —— 
LIMIT 
SWITCH 


MAJOR & MINOR 
Write to : 
DALYTE 
ELECTRICAL CO. 
Deco Engineering Works, 
WEST ROW. 


N. KENSINGTON, 
LONDON, W.10 


Phone: Ladbroke 3066-7 
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AND 
* DIELECTRIC MATERIALS 


Cable, Condenser, Coil, Transformer and Resistance 
impregnating, dipping, sealing, filling and finishing 


A.LD. TYPE APPROVED WAXES 
to meet both ARCTIC and 
TROPICAL conditions 


TELEPHONE : WEST DRAYTON 2189 


MIDDLESE 
WEST DRAYTON, 


MANUFACTURING 
ELECTRICAL ENGINEERS 


LEGG (Industries) LTD., WILLIAMSON ST., WOLVERHAMPTON 


Mew. Tr 


‘Phone: Molesey 556, 


MILD STEEL 
CABLE HANGERS AND RACKS, 


ROBERT McGREGOR & Co., 
ALPINE STEEL WORKS, 
EAST MOLESEY, SURREY. 


Ico 
MULTI-PLUG 


ADAPTORS 


ELEVEN TYPES 


i | i Fully illustrated descrip-. 
Design | tive folder on application 


Phone : Molesey 3000-1 
GRELCO Ltd., 91-93 Stanley Road, Teddington, Middix, 


ee iro. 
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IRONCLAD SWITCHGEAR 


jOne Switchgear & Cowans, 7-unit, floor mounting, IRONCLAD SWITCHBOARD, 


For Sale 
Secondhand 


One Erskine Heap five-panel, floor mounting SWITCHBOARD, 400 volts, 3-phase, 
4-wire, 50 cycles. One 400 amps incoming, with no-volt and three overloads. One 
150 amps outgoing, with three overloads. Three 100 amps outgoing, with three over- 
loads ; with busbar chamber running the full length. Switches vertical isolation type. 

One B.T.H. five-panel SWITCHBOARD; draw-out type Breakers, 500 volts, 3-phase, 
50 cycles. ‘One 120 amps, three overloads. One 120 amps ditto, one 50 amps ditto, 
one 30 amps ditto, one 120 amps ditto. All floor mounting draw-out type Off Switches, 
with outgoing cable boxes, and busbar chamber running full length. 

One Ellison three-panel, floor mounting SWITCHBOARD, 400 volts, 3-phase, 50 cycles ; 
with busbar chamber, isolating switch, three ammeters, each switch three overloads, 
dash pots, ammeters 0/200. 

One Reyrolle OIL CIRCUIT-BREAKER, 60 amps, type W.K.; 500 volts, 3-phase, 
50 cycles, with ammeter 0/50, voltmeter 0/600, two overloads wound for 30 amps, 
and trifurcating box. 

One Westinghouse oil CIRCUIT-BREAKER, “S” type; 440 volts, 3-phase, 50 cycles ; 
with ammeter 0/80, two overloads and no-volt. 

One Mavor & Coulson, Mining type, draw-oug, oil immersed CIRCUIT-BREAKER ; 
400 amps, 550 volts, 3-phase, 50 cycles; with ammeter 0/400, voltmeter 0/600, two 
overloads and no-volt, trifurcating boxes, cable glands. 


busbar chamber running full’ length, draw-out type switches, with cable boxes, 2,000 
volts, 3-phase, 50 cycles, all switches with three overloads only, ammeters fitted all 
switches, ammeters range from 30 to 60 amps; switches all the same size. 

One Switchgear & Cowans, single-unit, draw-out SWITCH, floor mounting, two overloads 
only, ammeter 0/35. 

Three separate Metropolitan-Vickers, pedestal “S” type SWITCHES, 550 volts, 
3-phase, 50 cycles, with three overloads and no-volt, suitable for 85 H.P. Motors. 

One B.T.H. draw-out, pedestal type SWITCH, 550 volts, 3-phase, 50 cycles, with three 
overloads wound for 20 amps. 

One Ellison, flameproof type (not Buxton Test) Oil CIRCUIT-BREAKER, 35 amps, 
440 volts, 3-phase, 50 cycles, three overloads. 7 : 

One Reyrolle, four-unit, draw-out type, floor mounting SWITCHBOARD, with busbar . 
chamber, 415 volts, 3-phase, 50 cycles. One 400 amps, with three overloads and no- 
volt. Three 200 amps, with three overloads only, with cable boxes. 


GEORGE COHEN 


Sons & Go. Ltd. 


Established 1834 Wood Lane, London, W.I2 and Stanningley, near Leeds 
Telephone : Shepherds Bush 2070 ~ Telephone : Pudsey 2241 

‘ Telegrams : Omniplant, Chisk, London Telegrams: Coborn, Leeds 

AND AT BIRMINGHAM, SHEFFIELD, GLASGOW, NEWCASTLE, MANCHESTER, 

SOUTHAMPTON, BATH, BELFAST, ETC. 
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CHURCHOUSE 


ELECTRICAL REVIEW 


Ligh ling Fittings 
Air Ministry Specification 


Cc. M. CHURCHOUSE LTD., CLARENDON WORKS, 
CLARENDON. CROSS, LONDON, W.11 
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SAMUEL JONES 


16/17 NEW BRIDGE ST-EC4 -cenre.6500 


PA 


P 
STRENGTH 


BOTH Have 
EXCELLENr UT 
PRO 


> LONDON, E.17 


Telephone: UARKswood 1044 (Pte. Br. Exch) 


BRAITHWAITE 


Pressed Steel 
Tanks 
BRAITHWAITE & CO. ENGINEERS, LTD. 


London Office (Temporary Address) : 
45 King’s House, Haymarket, London, S.W.I 
Telephone: WHI 3993 Telegrams: Bromkirk-Phone 


A’ YOUR ELECTRICAL WORK 
AND BE SURE 


MODERN DEVELOPMENTS ON SYNTHETIC CHEMISTRY 


Ouratwinfler- “S$” and all standard 
Durathreeflex sizes in single 
Duratwinflat wires and flexes 
Durathreeflat 
Duracables 


DURATUBE & WIRE, LTD. 
3 


FAGGS ROAD, FELTHAM, MIDDLESEX. 


COSWAY 
DISCONNECTING BOXES 
DISTRIBUTION BOXES 
SOLID FILLED, POLE & DIVIDING BOXES 
SUBSTATION & INDUSTRIAL PANELS 


COSWAY ouptey 


Cosmay (Soks) Lteh, Duchy Nore, 2599 Crams: Parogon “Dudley 


_- = x — 
RESIN 
> | | 
Nos.SP2 and SP i 
: MICANITE & INSULATORS 
COMPANY <a 
WALTHAMSTAW 
won | 
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WORTHINGTON - SIMPSON 


Condensing Plants for Main Power 
Stations.-Surface Condensers-Latest 
Double Folded Tube Layer Design, 
giving Oxygen Free Condensate at 
Vacuum Temperature. 


Circulating ‘and Extraction Pumps. 
Steam Jet Air Ejectors. 
Closed Feed Systems. 
Heaters. — Evaporators. 


Automatic High Pressure 
Bye-pass Valves (Patent applied for). 


De - aerators. 
Boiler Feed Pumps. 
Automatic Exhaust Relief Valves. 
A COMPLETE SERVICE. 


- WORTHINGTON - SIMPSON LTD. 
NEWARK-ON-TRENT. 


Proved by Service 


OUN 


BATTERIES 


YOUNG ACCUMULATOR COMPANY LTD. 


In Association wich 


Crompton Parkinson Led 
SALES OFFICE: ELECTRA HOUSE, LONDON, W.C.2 
Telephone: Temple Bor 5911 Telegrams: Crompark, Estrand, London 


CYcLone Flectric 
PROPELLER FANS 


For For 
Ventilating, * Removal 
Cooling and of Fumes, 


Drying Purposes Dust and Steam 


The Fans are reversible—the motors are liberally 
. rated and built to B.E.S.A. standards. 
Your enquiries are invited—Quote Ref. E/P. 
Temporary Wartime London Address: 
GREENACRES.” WATERSFIELD, Nr. PULBOROUGH, SUSSEX 


MATTHEWS & YATES LTD. 
SWINTON, LANCS. AND LONDON 
GLASGOW: LEEDS: BIRMINGHAM CARDIFF 


(0). 
f if ON 
rs 
== rubber Intricate 
| Own specie” 
Ss differ) to 
di servic, Meee 
>= Your yeu to Solve 
THE HARBORO’ RUBBER LID., MARKET HARBOROUGH 
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THIS IS ONLY ONE OF THE MANY 


CONDUIT FITTINGS 


Details of the full range can be 
obtained from any Wholesaler. 


HARTLEY & BALDWIN LTD. 


TOWER CHAMBERS, CHURCH GATE 
LEICESTER 


REVIEW October 16, 1942 


More is required for protection than merely a 
detachable — to Fake the fuse wire in circuit. 
The SLYDLOK Fuse is designed to meet the 
needs of to-day uestions of vibration, neglect, 
space, identificatt on and adaptability are all 
answered by the SLYDLOK design 


F 
U 
S 
E 
S 


Whilst producing to 
maximum capacity, 
orders can be dealt 


@ CO tro with in rotation. 


Sharston Road, Wythenshawe, MANCHESTER 


HAND-TRUCKS 


of Every 


Tyne Truck & Trolley Co. Ltd. 


66/68 Northumberland Street, 


Newcastle-on-Tyne I, 
Telephone 24196 


LSO “Corrujoint’’ All-Metal Gas- 
kets, Taylor’s Corrugated Packing, 
Copper Joints and Washers, Com- 

pressed Asbestos Jointings, Shims, 
and Kinghorn Type Metallic Valves, 
tabwashers to specifications. 

Write for Brochure 


CORRUGATED PACKING 


AND SHEET METAL CO. LTD. 
GATESHEAD - ON- TYNE 


DONT BUY CAL LAMPS 


‘Lox USE A 


LOX ‘AL LOCK 


UALLY SAVES COST OF LAMPS 
MANUFACTURED BY 
JABROOK LTD. LORD STREET. HUDDERSFIELD. 


. 
a 
VIBRATION PROOF | 
JOINS: | 
| GUARANTEED 
| | 
Bint a 
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Regd. Trade Mark 


HIGH GRADE 
ELECTRICAL 
MEASURING 
INSTRUMENTS 


46-range Model 7 
Universal AvoMeter 


appreciated for their 
“AVO” Instruments is 
which is often use 

striking testimony to their Standard by which other 
outstanding versatility, instruments are lugged, 
precision and reliability. ‘There is an AVO” 
In every sphere of elec- Instrument & every 
trical test work they are _ essential electrical test. 


Some delay in delivery of Trade Orders is inevitable, 
but we shall continue to do our best to fulfi 
your requirements as promptly as possible. 


The world-wide use of 


Sole Proprietors and Manufacturers : 

AUTOMATIC COIL WINDER & ELECTRICAL 
EQUIPMENT CO., LTD., Winder House, Douglas 
Street, London, S.W.|I. Phone: Victoria 3404-7 


ELECTRICAL REVIEW 


Trade’ Mark . 


H.C. COPPER 
WIRES AND 
STRIP 


ENAMELLED 
TO B.8.8. 156—1936 

D 

PAPER LAPPED 
VAERNISHED OVERALL 

COTTON COVERED 


Samples and Prices on Application 
MADE BY :— 


F. D. SIMS LTD. 


HAZELHURST WORKS, RAMSBOTTOM, LANCS 
“SIMS, RAMSBOTTOM.” RAMSBOTTOM 2213/4 


NUTS andNg 
SWITCH HANDLES. 


LITHOLITE, 
BAKELITE, etc. 
MOULDINGS 


Moulds made in own Works, 
ensuring personal supervision 
of all work entrus: to us, 

e e e 
Standard Lines on applica- 
tion. Enquiries invited for 
Customers’ own designs or 

tterns. Extensive and 
odern Factory. 


InsuLaroRs 


ST ALBANS MOULDINGS 
LIMITED 


SANDOWN ROAD. WATFORD. years. 


TELEPHONE: WATFORD 4494 


THe 


ARLE 


ACCURACY 
UNIFORMITY 
RELIABILITY 
SERVICE 
se COMPETITIVE PRICES 


EXPRESS DELIVERIES DAILY IN LONDON AREA 


The VARLEY MAGNET COMPANY 


BLOOMFIELD ROAD 


lephone : 
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Index to Advertisers 


The fact that goods made of raw materials in short : 
supply owing to war conditions are advertised in this H 
Journal should not be taken as an indication that s 

they are necessarily available for export ~ 


PAGE PAGE 
Astor Boisselier & Lawrence Donovan Electrical Co. Lid... ae 
Automatic Coil Winder & Elecl. — Co. Ltd. 71 | Dryden, Thomas, & Sons Ltd.............+.eee0: 16 
Braithwaite & Co. Engineers | Ellison Lt. 16 
Britannic Electric Cable & Construction Co. Ltd.. 39 | Ferranti Ltd. cone 1E-G27 
» 74 | General Electric Co. Ltd. Cover i Iv, 32 & 
British Thomson-Houston Co. Ltd............. 5 & 36 | Gent & Co. Ltd... 
Burt, Boulton & Haywood || Harboro Rubber 69 
Cable Makers’ Cover iil | Hartley Baldwitt Bid... 70 
68 | Henley’s, W. T., Telegraph Works Co. Ltd......... 13 
opper Development Association................ 
Crompton Parkinson Ltd... 16, 47 & §7 | Rubber & Waterproofing Co. Ltd............. 73 
— TOWER WAGONS — 
BUILT 
TO 
APPROVED Replacement chains 
SPECIFICA- 
TION 
On Continental & U.S.A. 
ELECTRI 
h 
PROPELLED 
VEHICLES 
The problem of replacing chains of 
<a Continental and American sizes is 
one we can often solve for you. 
FIXED While we have been manufacturing, 
AND for many years, chains to British 
ROTATING Standards, we are in a position to 
PLATFORMS offer you, also, high-quality chains, 
: whether inverted tooth or roller 
eS type, to certain Continental and 
Ameri tandards. 
SUPPLIED 
-THROUCH- 
OUT THE THE 
IVI © IRR EX 
J.H. HEATHMAN LT. CHAIN CO. LTD., LETCHWORTH 
PARSON’S GREEN, LONDON, S.W.6 
Phone Renown 107! 
Grams: “Heath F 
ms eathman, Fulham, London Tas./Mor. 6 


. 
¢ 
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ELECTRICAL REVIEW 


Features of HOPKINSONS’ 
REMOTE WATER LEVEL INDICATOR— 


* Operated directly by the. 
water in the boiler. 

* Easy “distance” reading. 

* Arc of vision exceeds 180° 

* Vertical full-scale indication 

* Illuminated, clearly-marked 
scale. 

* Visible and audible warning 
of abnormal water levels. 

* Easily fitted to any boiler. 

%* Panel .or wall mounting 
types available. 


CONTROLS DEPARTMENT 


HUDDERSFIELD 
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REMOTE WATER LEVEL INDICATION 


VARNISHED GLASS FABRICS | 


THE 


10CO RUBBER & WATERPROOFING CO. LTD. 
GLASGOW 


66 99 


VARNISHED GLASS FABRICS 
and TAPES ... have been 
developed for use in motors, 
etc., where overloading and 
undue heating is liable to 
occur. 


Our Glass Fabrics and 
Tapes are manufactured with 
special heat-resisting varn- 
ishes so that no loss in 
flexibility or dielectric and ten- 
sile properties result 
when heated in trans- 
former: oil for 2 hours 
at 200° C 


& TAPES 
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Index to Advertisers 
(Continued from page 72)' 


Lancashire Dynamo & Crypto Ltd.. 
Laurence, Scott & Electromotors Ltd... 


Legg ( Industries) 

Litholite Insulators & St. Albans Mouldings Lt 71 
London Electric Wire Co. and Smiths Ltd.......... 26 
Martindale Biecizic Co. TAG... 39 
McGregor, Robert, & Co........ 66 
M.C.L, & Repetition Ltd. ....... 1 
Metropolitan Electric Supplies........ 74 
Metropolitan-Vickers Electrical Co. Ltd We 
Micanite & Insulators Co. Ltd.. 68 
Midland Electric Mfg. Co. Ltd.. 35 
M.K. Bloctric 005 42 
Nalder Bros. & Thompson Ltd...............++++ 3 
Non-Ferrous Die Casting Co. Ltd...............++ 65 
Payne, P. P., & Sons 18 
Robinson; Co, Ltd... 46 
Sanders, W., & Co. BAG 54 
Scott, Hugh J., & Co. (Beliast 48 
Siemens Brothers & Co. Ltd. ...........000eeeene 23 
Standard Telephones 24 
Sturtevant Engineering Co. Ltd. ........... 7 
Tyne Truck & Trolley Co. Ltd 70 
Walters, Austin, & Son Ltd 44 
Wardle Engineering Co. Ltd......... ons ae 
Westminster Engineering Co. Ltd. 1 
Wilcox, Edward, & Co. Lt 70 
Wolf, S., & Co. Ltd....... 9 
Worthington- Simpson Ltd. 
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CONDUIT 


TELEGRAMS 
— 


BRASS ADAPTORS 
for 
FLEXIBLE 
METALLIC TUBE 
These fittings are available 
with or without grub screws. 
The range covers standard 
bores and conduit sizes. 
Those with grub screws can 
be supplied female or male 
Conduit. 
ALL SIZES OF BRASS 
BUSHES, EARTH CLIPS, 
CONDUIT FITTINGS. 
PRODUCTS Stocked by leading Wholesalers 
For details ask for List No. 8541/E.R. 
ETROPOLITA 
ELECTRIC SUPPLIES 
Sole Proprietor: D. G. E. BARRIE 
Metway Works, King St., Brighton 
Phone : Brighton 4456. Grams: Metway, Phone, Brighton ’’ 
DISCS 
DIAPHRAGMS 
ELEMENT STRIPS 
CONDENSER PLATES 
STOVE PANELS 
RAW MICA 
WASHERS 
etc. 
RITISH MICA C°L™ -BEDFORD. 
TELEPHONE 
Putney 
WES OD 


out 


LONDON S$.W.!5 


| 
| 
| 
| | 
[ERALD STREET, W.C,A. HOLBORN 9722. 
LTO. 
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“—take switchgear, 


| for example. 

E For safe and reliable switch and. 
om fusegear you cannot do better than 

to install 

can 

vale 


SWITCH AND FUSEGEAR 
Parmiter, Hope & Sugden Ltd. 


Longsight, Manchester 12 
London : 34 Victoria St., S.W.| 


ZENITH 

TRADE-marRk) 
VARIAC 

TRANSFORMERS 


(British Patent No. 439567) 


PROVIDE THE MOST ECONOMIC METHOD FOR 
ACCURATE A.C. VOLTAGE AND CURRENT 
CONTROL 


A COMPREHENSIVE RANGE OF ENTIRELY 
BRITISH MADE VARIAC TRANSFORMERS 
NOW AVAILABLE 


Please allow us to send you a copy 
of our descriptive catalogue 


THE ZENITH ELECTRIC CO. LTD. 


sorWOLTAGE CONTROL Zenith Works, Villiers Road 
os * Willesden Green, London, N.W.2 
THE ZENITH ELECTRIC COMPANY LID 
Phone : WiLlesden 4087-8-9 
Grams : ‘‘ Voltaohm, Phone, London 
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BILLET WORKS ROAD; WALTHAMSTOW LONDON E [7 


At present our effort 


is devoted entirely to the manufacture 
of small screw machine products.: 
We look forward to the time, however, ° 
when we can give you the same service 
and attention as we have done in the past 


ENAMELLED PLATES 


Enquiries are invited by the 


Empire’s largest general engravers for— 
ENGRAVED BRASS, CAST BRASS AND ALUMINIUM, 
ENAMELLED BRONZE AND CHEMICALLY ; 
ENGRAVED PLATES of all types in all languages 8 LTD. 
ULATION 
Samples and quorations for large or small quantities sON INS MINGHAM 23 
upon request. Phone or write. BLL! RY BARR, BIR 


2022) STREET WEWCASTLE-ON-TYNE 


Note the ton which 
ensures pe a 


Eas 
SERVICE ! Day and Night, Electrical permanent contact Ea 
Installations. Re-winds and Re-designs turn. All sizes from "half to two Inches 


THos DRYDEN ssons uro 


Electrical Manufacturers and Stockholders 


Printed in Great’ Britain at THE CHAPEL RIVER PRESS, Andover, Hants, and published by ELECTRICAL REVIEW, 
LIMITED, at Dorset House, Stamford Street, London, §.E.1. 


‘ 
| 
EARTHING CLIPS <7, 
| Les INTO TUBE OR YY 
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ARTERIES oF 
ELECTRICAL SUPPLY 


Electric current is the life-blood of modern 
industry. Wherever it is generated and 
wherever it is applied, the uninterrupted 
continuance of service depends on the use of 
transmission and distribution systems which 
can be thoroughly relied upon. 


Specify always 


C. M. A. CABLES 


The World’s Standard of Quality 


MEMBERS OF THE C.M.A. 


The Anchor Cabie Ce. Parkinson W. T. Henley’s Tele- 
Led. graph Works Co. Led. WireCo. Lea. 


British Insulated Cables cx Grochers & Ce. 
Eallender's ¢ (The Silvertewn Co.) Lamps and Supplies Ltd.) 
Construeti Led. Johnson & Phillips Led. ruction Co. Standard Telephones 
The cope an Liverpool Electric Cable & Cables Lea. 
able Co. Led. Co. bed. el ic Co. Union Cable Co. Led. 


Alvt. of the Cable Makers’ Association, High Holborn House, 52-54 High Holborn, London, W.C.t. ° 7 ‘Phone Holborn 7633 
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Scientifically designed G.E.C. fittings enable the fullest benefit to 
be obtained from Fluorescent tube lighting. 


The best light distribution and proper intensity for given conditions, 
simple installation, easy maintenance, full protection for control 
gear, wiring and tube—are all features which have been admirably 
combined in the G.E.C. unit illustrated (No. F.16957). 


A design which ensures the reflector being evenly illuminated along 
its entire length, since the ends of the tube project through the 
ends of the reflector into the cover which also encloses the lead 
to the holder. 


This fitting is arranged for suspension at 24” centres. 


Advt. of The General Electric Co. Ltd., Head Office, Magnet House, Kingsway, London, W.C.2 


EL 
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